
BATTERIES 


RADIO • PORTABLE TV- PHOTOFLASH • LI6HTING 
ELECTRONICS • HOBBY- INDUSTRY, ETC. 



ENERGIZER BATTERIES... 


for Transistor Radios and other Electronic Applications* 



No. E9 
1.4 volts 



No. 1015 
1 Vi volts 



No. A100 No. 635 

V/2 volts IV 2 volts 


ENERGIZER BATTERIES... 


for Transistor and Vacuum Tube Radios and 



No. 239 No. 246 No. 266 

13V2 volts 9 volts 9 volts 



No. 216 No. 226 

9 volts 9 volts 



No. 276 
9 volts 


ALKALINE ENERGIZER BATTERIES. ..NEW! 


for Portable TV, Electronic, Mechanical 
Power and Heating Element Applications 



1.5 volts 1.5 volts 1.5 volts 



no. JOU 

7.5 volts 


*See complete line specifications for types not illustrated. 



Inner Metal 
Bottom 

\ Outer Metal 
Bottom (Negative) 


Cutaway of Typical 
Alkaline Cell 






























CATHODIC ENVELOPE BATTERIES... 


for Transistor Radios and other Electronic Applications 



No. 2709 No. 2713 

9 volts 6 volts 



No. 2356 
9 volts 



No. 2731 No. 2761 

41/2 volts 9 volts 



No. 2762 
9 volts 


CATHODIC ENVELOPE BATTERIES... 


for Flasher-Lighting and other Electronic Applications 



No. 2744 
6 volts 


No. 2745 
6 volts 


No. 2746 
6 volts 


No. 2780 
12 volts 





“MINI-MAX” BATTERIES... 


. . . for Radio Control, Transistor Radios, 
Photoflash and other Electronic Applications* 



Cutaway of "Mini-Max" Cell 




No. 416 
671/2 volts 


No. 411 
15 volts 



No. 504 
15 volts 



No. 412 
221/2 volts 



No. 505 
221/2 volts 



No. 413 
30 volts 



No. 506 
30 volts 



No. 415 
45 volts 


No. 507 
30 volts 


See complete line specifications for types not illustrated. 






















MERCURY ENERGIZER BATTERIES... 


for Radio, Electronic and Industrial Applications 


Nickel Plated Steel 
Outer Top 


Tin Plated Steel 
Inner Top- 


jOk 




No. El No. E3 
1.35 volts 1.35 volts 


Q 


No. E4 
1.35 volts 



05% 

No I4» 

•4» voir* 







"■(••III* 


'•itoi**’ 

V*'*™*/ 


WEREAIT 

fiiiSifi* 


No. E132 No. E133 No. E134 
2.7 volts 4.05 volts 5.4 volts 


Insulator^ 

Spacer 



Outer Steel 
- Case 


Vent Area 

Cutaway of Cylindrical 
Mercury Cell 



SEALED RECHARGEABLE NICKEL-CADMIUM BATTERIES 


for Portable Radio and other Electronic Applications 




•Screen Wrapped 
Neg. Electrode 


' Screen Wrapped 
Expanded Metal Spacer Ros E | ectrode 

Cutaway of Typical Button Cell 






No. N76 
1.25 volts 



*See complete line specifications for types not illustrated. 


























































































































PORTABLE “A” BATTERIES* 




No. 707 
7V 2 volts 


No. 717 
7V2 volts 


No. 964 
1V2 volts 



PORTABLE “B” BATTERIES* 



No. 455 
45 volts 


No. 467 
67V2 volts 



67V2 volts 



No. 437 
75 volts 




No. 477 
671/2 volts 


No. 479 
90 volts 





No. 487** 

45 volts 
(for Form 
Type Receivers) 


PORTABLE “A-B” BATTERY PACKS* 



9-90-IV2 volts 
also available 



*See complete line specifications for types not illustrated. (Farm Pack) 

^Illustration not in proportion to other batteries shown. 















































SPECIAL BATTERIES. 


for Radio, Electronic, Hobby, Test Instruments 
and other Applications* 

INDUSTRIAL ELECTRONIC "A" BATTERIES INDUSTRIAL ELECTRONIC "B" BATTERIE 




No. W-356 
3 volts 


No. W-352 
3 volts 


No. W-355 
V/2 volts 


No. W-354 
V/2 volts 


No. W-350 No. W-351 No. W-358 

22V2, 45 volts 22V2, 45 volts 45 volts 





PORTABLE "A" BATTERIES 


MIDGET "C" BIAS BATTERY 



No. W-362 
4V2, 7V 2 volts 


No. W-353 No. W-360 
1 V 2 volts 7 V 2 volts 



EVEREADY 

BATTERY 



No. W-357 
3 volts 


No. W-371 No. 735 

(with Plug) (General Purpose) 

3 volts IV 2 volts 


PORTABLE "B" BATTERIES 



No. W-361-103V2 volts (for Handi-Talkies) 


45 Volt "B" Batteries 


SPECIAL APPLICATIONS 

Portable "A-B" Battery Packs 



22V2, 45 volts 
No. W-363F Heavy Duty 
No. W-364F Super Heavy Duty 
No. W-365F Medium size 



22V2, 45 volts 
No. W-363P Heavy Duty 
No. W-364P Super Heavy Duty 
No. W-365P Medium size 


No. W-370 
1 V 2 - 6 O volts 



No. W-366-1V2-63 volts 
No. W- 367 - 71 / 2-63 volts 
No. W-368- 6-75 volts 
No. W-369-1V2-90 volts 


See complete line specifications for types not illustrated. 













































BATTERIES FOR OTHER APPLICATIONS* 


FLASHLIGHT 



No. 904 No. 912 

1 1/2 volts 1 1/2 volts 

Size "N" Size "AAA" 



No. 915 
1 V 2 volts 
Size "AA' 



No. 935 
IV 2 volts 
Size "C" 


LANTERN 



LIGHTING 



No. 509 
6 volts 


HIGH VOLTAGE 



No. 510F 6 volts 
(Fahnestock Terminals) 


DRY CELL 




No. 6 "Ignitor" 

IV 2 volts 

Equipped with screw 
terminals unless Fahnestock 
are specified. 

No. 6 Railroad and Industrial 
type also available; equipped 
with screw terminals unless 
Fahnestock clips are specified. 



"Columbia" 

No. 6 "Grey Label" 
Telephone Cell . . . 
IV 2 volts 
Equipped with 
Fahnestock 
terminals unless 
screw terminals 
are specified. 


"HOT SHOT" BATTERIES 



No. 1461 (6 volts) 

No. 1462 (Square—6 volts) 


No. 1562 (7V2 volts) 


EMERGENCY LIGHTING 



No. 706 (6 volts) 
No. 715 (71/2 volts) 
No. 716 (9 volts) 


No. 1662 (9 volts) 


See complete line specifications for types not illustrated. 











































COMPLETE LINE SPECIFICATIONS-LISTED NUMERICALLY 









Suggested Prices 


“Eveready” 

NEDA 

Number 

Overall Dimensions 


Battery 


to Dealers 

List 

Battery 

Number 

In Inches 

Terminals and Voltages 

Weight 

Unit 

Net Price 

Net Price 

Price 

Each 






Pkg. 

Quan. 

each in 
Unit Pkgs. 

per 

Unit Pkg. 



L W H 


lbs. 

oz. 


El 


0.625 Diam. x 0.650 

Flat Contact—, -f-1.35 


0.43 

4 

$ 0.38 

$ 1.52 

$ 0.58 

E3 


0.985 Diam. x 0.660 

Flat Contact-, +1.35 


0.93 

4 

0.54 

2.16 

0.80 

E4 


1.195 Diam. x 0.660 

Flat Contact—, +1.35 


1.6 

4 

0.69 

2.76 

1.05 

No. 6 

f 905 

2-5/8 Diam. x 6-5/8 

“Screw—, +1-1/2 

2 

2 

12 

0.84 

10.08 

1.25 

“Ignitor” 
Gen.Purpose 

[ 914 









No. 6 

“Gray Label” 
Telephone 

906 

2-5/8 Diam. x 6-5/8 

‘"Fahnestock-, +1-1/2 

2 

2 

12 

0.84 

10.08 

1.25 





No. 6 

Railroad & 
Industrial 

911 

2-5/8 Diam. x 6-5/8 

“Screw-, +1-1/2 

2 

2 

12 

0.90 

10.80 

1.35 





E9 

15A 

0.550 Diam. x 1.968 

Flat Contact— +1.40 


1.05 

2 

0.51 

1.02 

0.75 

E9N 

0.550 Diam. x 1.968 

Flat Contact- +1.40 


1.05 

2 

0.54 

1.08 

0.80 

E12 


0.640 Diam. x 1.968 

Flat Contact—, +1.35 


1.4 

2 

0.82 

1.64 

1.25 

N24 


0.61 Diam. x 0.235 

Flat Contact-, +1.25 


0.12 

1 

0.70 

1.00 

N26 


0.988 Diam. x 0.230 

Flat Contact-, +1.25 


0.32 

1 

0.75 


1.10 

N26T 


0.988 Diam. x 0.230 (plus tabs) 

Solder Tabs-, +1.25 


0.32 

1 

0.84 


1.20 

N28 


0.988 Diam. x 0.252 

Flat Contact- +1.25 


0.4 

1 

0.78 


1.15 

N28T 


0.988 Diam. x 0.252 (plus tabs) 

Solder Tabs-, +1.25 


0.4 

1 

0.87 


1.25 

N32 


0.988 Diam. x 0.343 

Flat Contact—, +1.25 


0.44 

1 

0.83 


1.20 

N32T 


0.988 Diam. x 0.343 (plus tabs) 
1.697 Diam. x 0.286 

Solder Tabs-, +1.25 


0.44 

1 

0.91 


1.30 

N36 


Flat Contact—, +1.25_ 


1.16 

1 

1.47 


2.10 

N36T 


1.697 Diam. x 0.286 (plus tabs) 

Solder Tabs—, +1.25 


1.16 

1 

1.54 


2.20 

E42 


1-9/32 Diam. x 2.390 

Flat Contact-, +1.35 


5.85 

1 

2.25 


3.15 

N45 


17/32 Diam. x 1-31/32 

Solder Tabs-, +1.25 


0.8 

1 

2.10 


3.00 

N46 


17/32 Diam. x 1-31/32 

Flat Contact—, +1.25 


0.8 

1 

1.93 


2.75 

N52 


17/32 Diam. x 3-35/64 

Solder Tabs-, +1.25_ 


1.4 

1 

3.17 


4.55 

N67 


1-15/32 x 1-15/32 x 3-25/32 

Wire Leads-, +6 


8.3 

1 

18.46 


26.40 

N70 


3-53/64 x 1-35/64x 3-5/8 

Wire Leads—, +6 

1 

12 

1 

29.62 


42.30 

N73 


1-23/64x 1-23/64x 2-13/32 

Nut & Stud; Tab-, +1.25 

5.9 

1 

6.05 


8.65 

N74 


1-23/64 x 1-23/64x 3-25/64 

Nut & Stud; Tab-, +1.25_ 


9.2 

1 

7.12 


10.15 

N75 


1-23/32 x 2 x 3-5/32 

Nut & Stud-, +1.25 


12.3 

1 

9.35 


13.35 

N76 


1-23/32 x 2 x 3-45/64 

Nut & Stud-, +1.25 


15.2 

1 

10.21 


14.60 

N77 


1-23/32 x 2 x4-1/4 

Nut & Stud-, +1.25 

1 

1.6 

1 

11.17 


15.95 

N79 


1-1/16 x 3-37/64x4-15/16 

Nut & Stud-, +1.25 

1. 

12 

1 

13.79 


19.70 

N81 


1-25/64 x 3-37/64 x 4-15/16 

Nut & Stud-, +1.25 

2 

2.9 

1 

16.78 


23.95 

N83 


1-45/64x 3-37/64x4-15/16 

Nut & Stud-, +1.25 

2 

9.6 

1 

19.90 


28.45 

N85 


2-1/64x 3-37/64x4-15/16 

Nut & Stud-, +1.25 

3 

1.6 

1 

22.94 


32.75 

E94 


1-11/32 Diam. x 1-7/32 

Flat Contact-, +1-1/2 


1.8 

12 

0.325 

3.90 

0.50 

E95 


1-11/32 Diam. x 2-13/32 

Flat Contact-, +1-1/2 


4.1 

12 

0.49 

5.88 

0.75 

E97S 


1-11/32 Diam. x 5-7/32 

Ins. Screw-, +1-1/2 


9 

12 

0.73 

8.76 

1.10 

tD99 


1-11/32 Diam. x 2-13/32 

Flat Contact-, +1-1/2 


3.3 

48 

0.155 

7.44 

0.25 

A100 

13 

1-11/32 Diam. x 2-13/32 

Flat Contact—, +1-1/2 


3.3 

48 

0.155 

7.44 

0.25 

E132 

0.662 Diam. x 1.315 

Flat Contact-, +2.70 


0.9 

2 

0.84 

1.68 

1.25 

E133 


0.662 Diam. x 1.965 

Flat Contact—, +4.05 


1.4 

2 

1.18 

2.36 

1.75 












"Equipped with screw terminals unless Fahnestock spring terminals are specified. i Flashlight Types. 

‘"Equipped with Fahnestock spring terminals unless screw terminals are specified. 


































































































































COMPLETE LINE SPECIFICATIONS (cont.) 


H 


“Eveready” 

Battery 

Number 

NEDA 

Number 

Overall Dimensions 

In Inches 

Terminals and Voltages 

Battery 

Weight 

Unit 

Pkg. 

[Juan. 

Suggested Prices 
to Dealers 

List 

Price 

Each 

Net Price 
each in 
Unit Pkgs. 

Net Price 
per 

Unit Pkg. 

lbs. 

oz. 1 


L W H 

E134 


0.662 Diam. x 2.620 

Flat Contact—, -1-5.40 


1.9 

2 

$ 1.53 

$ 3.06 

$ 2.25 

E146 


1-1/32x5/8x2 

Min. Snap-,+8.40 


1.6 

12 

1.58 


2.25 

E163 


0.662 Diam. x 1.327 

Flat Contact-, +4.20 


0.87 

2 

1.10 

2.20 

1.60 

E164 


0.662 Diam. x 1.767 

Flat Contact—, +5.60 


1.16 

2 

1.35 

2.70 

2.00 

E165 


0.662 Diam. x 2.217 

Flat Contact-, +7.00 


1.45 

2 

1.64 

3.28 

2.45 

E177 

1606 

35/64 Diam. x 1-29/32 

Min. Snap—, +9.8 


0.67 

1 

1.13 


1.60 

216 

1604 

1-1/32 x 11/16 x 1-29/32 

Min.Snap—, +9 


1.3 

1 

0.95 . 


1.35 

226 

1600 

1 Diam. x 1-15/16 

Snap Type— f +9 


2.0 

1 

0.95 


1.35 

E233 

1300 

1-1/64 Diam. x 1-31/32 

Flat Contact—,-1-4.20 


3 

1 

1.80 


2.65 

239 

1900 

1-21/64 x 1-1/32x2-11/16 

Socket—, +9, +13-1/2 


3 

1 

1.05 


1.50 

243 

1610 

1-13/32 x 1-11/32x 2-3/4 

Min. Snap—, +4-1/2 


4.5 

1 

1.19 . 


1.70 

246 

1602 

1-13/32 x 1-11/32x 2-3/4 

Min. Snap—, -1-9 


4.5 

1 

1.30 


1.85 

266 

1605 

1-13/16 x 1-13/16x2-7/16 

Snap Type—, +9 


7 

1 

1.05 


1.50 

274 

1400 

2-9/16x2-1/32x7-29/32 

Snap Type-, +6 

2 

7 

1 

3.33 


4.75 

276 

1603 

2-9/16 x 2-1/32 x 3-5/32 

Snap Type—, +9 


15 

1 

1.26 


1.80 

W-350_ 

711 

3-1/32x1-7/8x4-31/32 

Ins. Screw— +22-1/2, +45 


14.5 

5 

2.69 

13.45 

3.85 

W-351 


3-5/8x2-1/4x3-11/16 

Screw-, +22-1/2, +45_ 

1 

5.5 

1 

5.28 


7.55 

W-362 

701 

2-21/32 x 1-11/32 x 4-9/16 

Ins Screw—, +3 


12.5 

5 

0.87 

4.35 

1.25 


11 

2-19/32 x 1-3/8 x 4-1/4 

Socket-, +1-1/2 


12.5 

1 

0.77 


1.10 

YY J J J_ 

700 

2-21/32 x 1-11/32 x 4-3/8 

Screw—, +1-1/2 


12.2 

5 

0.87 

4.35 

1.25 

Vf JJ*T_ 

W-355 

1-9/16x13/16x2-15/16 

Screw-, +1-1/2 


3 

5 

1.16 

5.80 

1.65 

W-356_ 

♦ 

2-5/8x2-5/8x4-9/16 

Ins. Screw-, +3 

1 

6 

5 

1.08 

5.40 

1.55 


QH1 

3-7/8 x 2-11/16 x 5-13/16 

Fahnestock—, +3 

2 

12 

1 

1.45 


2.05 

VV O J /_ 

W-358 


J //UAL XX/ XU A J 1U/ 1U 

2-15/16 x 1-3/16 x 4-1/8 

Ins. Screw—, +45 


8.75 

1 

2.49 


3.55 

W-359_ 

206 

3-9/16 x 2-1/4 x 4-1/2 

Socket—, +45 

1 

11.8 

1 

2.49 


3.55 

W-360_ 

10 

2-9/16x2-9/16x4-1/32 

Socket—, +7-1/2 

1 

3 

3 

1.32 

3.96 

1.90 

W-361_ 

227 

1-11/32 x 1-11/32x 11-23/32 

Flat Contacts-, +103-l/2_ 

1 

4 

1 

4.60 


6.57 

W-362 


2-15/16 x 11/16 x 1-3/4 

Screw+, -4-1/2, —7-1/2 


1.5 

1 

1.47 


2.10 

♦W-363F_ 

♦ 

8-1/32x4-1/16x7-5/8 

Fahnestock-, +22-1/2, 










+ 45 

10 

5 

1 

4.84 


6.90 

♦W-364F_ 

* 

8-1/8x4-7/16x7-11/16 

Fahnestock—, +22-1/2, 










+45 

11 

14 

1 

5.36 


7.65 

♦W-365F_ 

723 

8-1/16x2-15/16x7-5/8 

Fahnestock-, +22-1/2, 










+ 45 

7 

7.5 

1 

3.84 


. 5.50 

W-366_ 

407 

9-1/32x2-1/32x4-23/32 

Socket—“A”, +1-1/2 “A", 










-“B”, +63 “B” 

4 

4 

1 

6.16 


. 8.80 

W-367_ 

408 

9-1/8x2-3/4x4-7/16 

Socket-'A”, +7-1/2 “A”, 










-“B”, +63 “B” 

4 

5 

1 

6.45 


. 9.20 

W-368_ 

* 

9-1/32x 2-23/32x 3-9/16 

Recessed Plug-“A”, +6 










“A”, — “B”, +75 “B”_ 

4 


1 

6.65 


. 9.50 

W-369_ 

. 410 

9-15/16x2-1/4x4-23/32 

Socket—“A”, +1-1/2 “A", 










—“B”, +90 “B” 

4 

5 

1 

5.48 


7.85 

W-370_ 

* 

2-13/32 x 1-11/32x 7-5/32 

Socket-‘A M , +1-1/2 “A", 










-“B”, +60 “B” 

1 

1.5 

1 

4.11 


5.85 

W-371 


1-5/32x 1-5/32x2-9/16 

Socket including plug-, +3. 


2.2 

12 

0.68 

8.16 

0.95 


♦Furnished with Fahnestock spring terminals. If socket terminals required, specify W-363P, W-364P, W-365P. 

*NEDA number same as an “Eveready” battery number on a different battery. Omitted to prevent errors in shipping. 


























































































































COMPLETE LINE SPECIFICATIONS (cont.) 


"Eveready” 

Battery 

Number 

NEDA 

Number 

Overall Dimensions 

In Inches 

Terminals and Voltages 

Battery 

Weight 

Unit 

Pkg. 

Quan. 

Suggeste 
to De 

Net Price 
each in 
Unit Pkgs. 

id Prices 
alers 

Net Price 
per 

Unit Pkg. 

List 

Price 

Each 

L W H 

lbs. 

oz. 

E400 


0.455 Diam. x 0.135 

Flat Contact— +1.35 


0.04 

5 

$ 0.25 

$ 1.25 

$ 0.36 

E401 


0.470 Diam. x 1.130 

Flat Contact-, +1.35 


0.4 

2 

0.34 

0.68 

* 0.52 

411 

208 

1-1/32 x 5/8 x 1-29/64 

Flat Contact— +15 


0.8 

1 

0.81 


1.15 

412 

215 

1-1/32x5/8x2 

Flat Contact- +22-1/2 


1.2 

1 

1.05 


1.50 

413 

210 

1-1/32x5/8x2-9/16 

Flat Contact- +30 


1.4 

1 

1.23 


1.75 

415 

213 

1-3/64x5/8x3-11/16 

Min. Snap-, +45 


2.5 

1 

1.75 


2.50 

416 

217 

1-21/64x 63/64 x 3-1/2 

Min. Snap-, +67-1/2 


4 

1 

2.07 


2.95 

417 

224 

1-5/16 x 31/32 x 1-9/16 

Flat Contact-, +15 


1.8 

6 

1.16 

6.96 

1.65 

420 

225 

1-5/16x31/32x2-3/16 

Flat Contact-, +22-1/2 


2.5 

6 

1.23 

7.38 

1.75 

425P 


1-23/64 x 1-1/32x 3-15/16 

Socket-, +22-1/2 


4.1 

1 

1.37 


1.95 

430 

* 

1-5/16x1x2-13/16 

Flat Contacts—, +30 


3.2 

1 

1.51 


2.15 

430P 


1-23/64x 1-1/32x 3-11/32 

Socket—, +30 


3.2 

1 

1.51 


2.15 

433P 


2-21/32 x 1-1/64 x 3-1/16 

Socket—, +33 


6 

1 

1.72 


2.45 

437 

212 

1-15/16 x 1-15/32 x 6-15/32 

Snap Type-, +75 


14.8 

3 

3.15 

9.45 

4.50 

455 


2-21/32 x 1 x 3-11/16 

Snap Type-, +45 


7.8 

6 

2.08 

12.48 

2.95 

455P 


2-21/32 x 1-1/64 x 3-29/32 

Socket-, +45 


8.6 

1 

2.10 


3.00 

457 

203 

2-13/16 x 1-3/8 x 2-1/2 

SnapTvpe-. +67-1/2 


7.4 

6 

2.42 

14.52 

3.45 

467 

200 

2-13/16 x 1-3/8 x 3-45/64 

Snap Type-, +67-1/2 


12 

6 

2.45 

14.70 

3.50 

477 

211 

1-29/32 x 63/64x 5-7/16 

Snap Type-, +67-1/2 


8.6 

6 

2.17 

13.02 

3.10 

479 

214 

1-31/32 x 1-1/32 x 7-15/32 

Snap Tvpe- +90 


12 

6 

2.77 

16.62 

3.95 

482 

202 

3-19/32 x 1-27/32 x 5-1/2 

Socket- +45 

1 

15 

6 

2.70 

16.20 

3.85 

484 

207 

3-31/32 x 2-17/32 x 5-5/16 

Socket—, +45 

3 

2 

1 

3.29 


4.70 

487 


5-1/8x2-1/16x7-1/4 

Socket-, +22-1/2, +45_ 

4 

2 

6 

3.47 

20.82 

4.95 

489 


4-11/32x2-11/16x4-3/16 

Socket-, +225 

2 

12 

1 

6.96 


9.95 

490 

204 

3-23/32 x 1-3/8 x 3-45/64 

Snap Type—, +90 


15 

6 

3.15 

18.90 

4.50 

491 


2-19/32 x 1-5/16x4-1/2 

Flat Recessed & Socket—, 










+ 240 


13 

1 

5.56 


7.95 

492 


3-9/16 x 2-29/32 x 4-29/32 

Socket-, +180, +225_ 

2 

8 

1 

6.13 


8.75 

493 

722 

2-11/16 x 2-7-/32 x 3-29/32 

Pinjacks-, +300 


14.5 

1 

8.37 


11.95 

495 


1-15/16 x 1-15/32x7-1/8 

Snap Type—, +90 

1 


1 

3.47 


4.95 

497 


3x1-19/32x5-5/8 

Flat Recessed-, +180, 










+ 510 

1 

10 

1 

11.16 


15.95 

E502 


0.550 Diam. x 1.968 

Flat Contact—, +1.35 


1.05 

2 

0.62 

1.24 

0.95 

504 

220 

5/8 x 19/32 x 1-3/8 

Flat Contacts-, +15 


0.6 

1 

0.81 


1.15 

505 

221 

5/8 x 19/32 x 1-63/64 

Flat, Recessed-, +22-1/2 


0.6 

1 

1.05 


1.50 

506 

223 

1-13/64 x 5/8 x 1-27/64 

Flat Contacts—, +30 


0.9 

1 

1.30 


1.85 

507 

222 

5/8 x 19/32 x 2.605 

Flat Contact-, +30 


0.9 

1 

1.30 


1.85 

509 

908 

2-11/16x2-11/16x4-7/16 

Coil Springs—, +6 

1 

5 

1 

0.79 


1.19 

510F 

917 

2-11/16x2-11/16x4-9/32 

Fahnestock—, +6 

1 

5 

1 

0.79 


1.19 

510S 


2-11/16x2-11/16x4-5/32 

Screw-, +6 

1 

5 

1 

0.79 


1.19 

E520 


0.495 Diam. x 0.286 

Flat Contact-, +1.40 


0.07 

6 

0.15 

0.90 

0.22 

560 


2-21/32 x 1-17/32 x 7-5/32 

Socket-, +7-1/2 

1 

10 

1 

3.50 


5.25 

621 


2-9/16 Diam. x 13 

Screw-, +3 

4 

10 

12 

2.61 

31.32 

3.90 

E625 


0.615 Diam. x 0.238 

Flat Contact—, +1.35 


0.14 

4 

0.30 

1.20 

0.45 


*NEDA number same as an “Eveready” battery number on a different battery. Omitted to prevent errors in shipping. 





























































































































COMPLETE LINE SPECIFICATIONS (cont.) 


“Eveready” 

Battery 

Number 

NEDA 

Number 

Overall Dimensions 

In Inches 

Terminals and Voltages 

Battery 

Weight 

Unit 

Pkg. 

Quan. 

Suggested Prices 
to Dealers 

List 

Price 

Each 

Net Price 
each in 
Unit Pkgs. 

Net Price 
per 

Unit Pkg. 


L W H 

lbs. 

oz. 

E630 


0.615 Diam. x 0.238 

Flat Contact-, +1.35 


0.17 

4 

$ 0.28 

$ 1.12 

$ 0.42 

635 

14 

1-1/32 Diam. x 1-15/16 

Flat Contact— +1-1/2 


1.4 

12 

0.155 

1.86 

0.25 

E640 

0.625 Diam. x 0.440 

Flat Contact—, +1.40 


0.38 

4 

0.32 

1.28 

0.47 

E675 


0.455 Diam. x 0.210 

Flat Contact— +1.40 


0.07 

6 

0.26 

1.56 

0.38 

70? 


2-17/32x7/8x3-1/8 

Socket-, +4-1/2 


5 

1 

0.94 


1.40 

703 

* 

2-7/16 x 27/32 x 3-1/16 

Spring—, +4-1/2 


5 

1 

0.68 


1.02 

704 


2-11/16x1-11/32x4-3/8 

Socket—, +3 


11.8 

1 

1.15 


1.70 

70fi 

nno 

8-5/16 x 2-13/16 x 6-7/16 

In.Screw—, +6 

5 

14 

1 

4.01 


5.98 

707 

yuz 

oc 

2-9/16 x 2-1/32 x 2-13/16 

Snap Type—,+7-1/2 


12 

1 

1.05 


1.50 

708 

Zb 

2-5/8x2-3/4x4-13/16 

Socket-, +22-1/2 

1 

11 

1 

2.54 


3.80 

713 

Q 

3-29/32x 53/64x 2-27/32 

Socket—, +7-1/2 


6.3 

1 

1.58 


2.25 

714 

o 

3-31/32 x 1-11/32 x 3-1/2 

Screw—, +4-1/2 


14.5 

1 

1.02 


1.55 

715 

QfiO 

7-1/4x4-1/16x6-7/16 

Ins Screw—, +7-1/2 

7 

10 

1 

4.86 


7.25 

716 

* 

8-37/64x4-1/16 x 6-7/16 

Ins. Screw—, +9 

8 

8 

1 

5.53 


8.25 

717 

Q 

2-5/32 x 1-15/16x3-1/32 

Socket-, +7-1/2 


8 

6 

1.05 

6.30 

1.50 


3 

1 

3-29/32 x 2-3/4x 5-7/16 

Socket—, +6 

2 

4 

1 

2.73 


3.90 

720 

1 

i a 

2-25/32 x 1-13/32 x 3-1/32 

Socket-, +1-1/2 


6.5 

6 

0.84 

5.04 

1.20 

7?4 

10 

o 

1-7/32x 1-7/32 x 2-11/32 

Flat Contact—, +6 


2.5 

1 

0.70 


1.00 

726 

Z 

1 Q 

4-3/32 x 1-7/16x2-15/16 

Socket—, +4-1/2 


10.5 

6 

0.95 

5.70 

1.35 

727 

1 3 

428 

8-7/8 x 2-1/8 x 3-25/32 

Recessed Plug—“A", +9 









“A”, —“B”, +90 “B”_ 

2 

14 

1 

5.22 


7.45 

+1729 

* 

3-27/32 x 2-7/32 x 7-13/16 

Socket—“A”, +1-1/2 










“A”,—“B”, +90 “B”_ 

2 

7 

1 

4.38 


6.25 

731 

Q1 Q 

5-11/32x 2-27/32x4-15/16 

Ins. Screw—, +6 

3 

4 

1 

1.83 


2.75 

735 

310 

Q00 

2-5/8 x 2-5/8 x 4-9/32 

Screw—, +1-1/2 

1 

4 

12 

0.84 

10.08 

1.25 

736 

3UU 

Q 

3-15/16 x 1-5/16x4-3/32 

Socket-, +4-1/2 

1 


6 

0.95 

5.70 

1.35 

738 

0 

3x2-5/16x4-1/8 

Socket-, +22-1/2, +45_ 

1 

3 

1 

2.76 


3.95 

++740 

ZUO 

71 Q 

4-19/32 x 3-7/8 x 7-3/4 

Socket-, +1-1/2 

6 


1 

6.90 


9.85 

++741 

/ 1 j 

i 7 

3-7/8 x 2-11/16 x 5-3/8 

Socket- +1-1/2 

2 

10 

1 

2.42 


3.45 

742 

I / 

A 

2-9/16x2-9/16x3-31/32 

Socket-, +1-1/2 

1 

5 

6 

1.15 

6.90 

1.65 

++743 


3-13/16x2-5/8x4-1/32 

Socket-, +1-1/2 

1 

15 

3 

1.93 

5.79 

2.75 

744 

J 

2-21/32x 2-21/32 x 3-31/32 

Socket—, +6 

1 

5 

6 

1.16 

6.96 

1.65 

746 

7 

3-15/16 x 1-5/16x4-21/32 

Socket—, +4-1/2 

1 

3 

6 

1.05 

6.30 

1.50 

750 

/ 

* 

1-11/32 x 11/16x2-21/32 

Spring—, +3 


2 

10 

0.57 

5.70 

0.85 

751 

7nr; 

2x11/16x2-21/32 

Spring—, +4-1/2 


3 

10 

0.66 

6.60 

1.00 

752 

/Uj 

400 

14-1/16x2-11/16x4-1/16 

Recessed Plug—“A", 










+ 9 "A”, — l 4 B”, 










+ 90 “B” 

6 

2 

1 

5.78 


8.25 

752W_ 

* 

14-1/16x2-11/16x4-1/16 

Recessed Plug—“A”, 










+9 “A”, —“B”, 










+ 90 “B”, —, +1-1/2_ 

6 

8 

1 

6.48 


9.25 

753 

401 

9-7/32x 2-23/32x4-5/16 

Socket—‘A", +7-1/2 “A”, 










+9“A”,—“B”, 










+ 90 “R” 

4 

12 

1 

5.43 


7.75 


ttShipped from factory only. 

*NEDA number same as an “Eveready” battery number on a different battery. Omitted to prevent errors in shipping. 

























































































































COMPLETE LINE SPECIFICATIONS (cont.) 


"Eveready” 

Battery 

Number 

NEDA 

Number 

Overall Dimensions 

In Inches 

Terminals and Voltages 

Battery 

Weight 

Unit 

Pkg. 

Quan. 

Suggeste 
to De< 

Net Price 
each in 
Unit Pkgs. 

d Prices 
ilers 

Net Price 
per 

Unit Pkg. 

List 

Price 

Each 

L W H 

lbs. 

oz. 

754 

402 

10-15/32x3-1/4x4 

Socket—“A", +7-1/2 “A”, 










+9“A”,-“B”, 










+ 90 “B” 

6 

1 

1 

$ 6.62 


$ 9.45 

755 

403 

8-9/16x3-3/4x2-7/16 

Socket—“A”, +6 “A”, 









+7-1/2 “A”, —“B", 










+ 75 “B” 

3 

9 

1 

5.08 


7.25 

756 

* 

8-7/8 x 2-1/8 x 3-25/32 

Socket—“A”, +7-1/2 “A”, 










+ 9“A”,-“B”, 










+ 90 “B M 

2 

14 

1 

4.87 


6.95 

757 

406 

9-7/32 x 2-23/32 x 4-7/32 

Recessed Plug—"A”, 










+9 “A”, —“B”, 










+ 90 “B” 

4 

12 

1 

5.57 


7.95 

759 

* 

15-11/16x4-1/32x6-15/16 

Socket—“A", +1-1/2 “A”, 










-“B”, +90 “B” 

16 

4 

1 

7.95 


10.65 

760 


2-7/16 x 27/32x 2-19/32 

Wire Leads—, +4-1/2 


4.5 

6 

1.02 

6.12 

1.45 

761T 

712 

4-1/16x1-15/32x3-1/2 

Screw—, +1-1/2, +3, 








+4-1/2 


14 

5 

1.33 

6.65 

1.90 

762S 

709 

4-3/32x2-9/16x5-7/16 

Ins. Screw—, +22-1/2, 










+45 

2 

12 

1 

3.05 


4.35 

763 

710 

3-1/2x2-3/32x2-15/16 

Screw—, +22-1/2 


14 

1 

1.61 


2.35 

766T 

* 

6-3/4x4-1/8x3-15/16 

Fahnestock-, + 16-1/2, 









+ 18, +19-1/2, 










+ 21, +22-1/2 

4 

10 

6 

4.38 

26.28 

6.25 

768 

721 

4-1/8x2-17/32x2-31/32 

Socket+, —3, -4-1/2, 









-16-1/2, -22-1/2 

1 

8.5 

1 

3.12 


4.45 

771 

* 

3-29/32 x 1-3/8x3-1/16 

Socket +, —3, — 4-1/2 


13 

5 

1.58 

7.90 

2.25 

773 

* 

3-29/32x7/8x3-1/8 

5 Screw; 1 wire+, -1-1/2, 








-3, -4-1/2, -6, 










-7-1/2 


9 

5 

1.65 

8.25 

2.35 

774 


4-1/32x 1-13/32x3 

Socket+, -7-1/2 


8.5 

5 

2.63 

13.15 

3.75 

776 

* 

7-27/32x4-1/8x 9-7/8 

Socket & Recessed Plug 







—“A", +7-1/2 “A", +9 










“A”,—“B”, +90 “B”_ 

14 

12 

1 

10.47 


14.95 

778 

* 

4-1/8x2-17/32x3-7/16 

Fahnestock+ —3 —4-1/2 









1 Ul II IV/Olvvi\ | j \J j i * / 

-6, -9, -10-1/2, 










-16-1/2, -22-1/2 

1 

8 

4 

3.12 

12.48 

4.45 

781 

* 

2-15/32x 55/64x 3-1/4 

Screw+, -4-1/2 


5 

5 

0.88 

4.40 

1.25 

785 

431 

8-3/8 x 3-5/8 x 2-1/4 

Socket—“A”, +7-1/2 “A”, 







—“B”, +75 “B*- 

2 

12 

1 

4.83 


6.90 

789 


5-9/32x1-7/16x3-1/4 

Flat- +3 

1 

1.5 

1 

1.70 


2.55 

799 


8-5/32x4-1/4x8-19/32 

Fahnestock— +22-1/2 






+ 45, +49-1/2 

13 

5 

6 

8.37 

50.22 

11.95 

t904 

910 

0.445 Diam.x 1.180 

Flat Contact— +1-1/2 


0.22 

24 

0.08 

1.92 

0.125 

t912 

24 

13/32 Diam. x 1-3/4 

Flat Contact—, +1-1/2 


0.3 

12 

0.095 

1.14 

0.15 

+915 


9/16 Diam. x 1-31/32 

Flat Contact—, +1-1/2 


0.6 

24 

0.095 

2.28 

0.15 

+935 


1-1/32 Diam.x 1-15/16 

Flat Contact—, +1-1/2 


1.4 

12 

0.13 

1.56 

0.20 

+950 


1-11/32 Diam.x 2-13/32 

Flat Contact-, +1-1/2 


3 

48 

0.13 

6.24 

0.20 


'Flashlight Types. 

*NEDA number same as an “Eveready” battery number on a different battery. Omitted to prevent errors in shipping. 






















































































COMPLETE LINE SPECIFICATIONS (cont.) 


“Eveready” 

Battery 

Number 

NEDA 

Number 

Overall Dimensions 

In Inches 

Terminals and Voltages 

Battery 

Weight 

Unit 

Pkg. 

Quan. 

Suggeste 
to De; 

Net Price 
each in 
Unit Pkgs. 

d Prices 
alers 

Net Price 
per 

Unit Pkg. 

List 

Price 

Each 

L W H 

lbs. 

oz. 

Qfinp 

23 

Ml/32 Diam x 4-1/16 

Socket—, +1-1/2 


5 

1 

$ 0.60 


$ 0.85 

sour 

964 

20 

1-11/32 Diam. x 4-3/16 

Flat Contact-, +1-1/2 


5.9 

12 

0.32 

3.84 

0.45 

ini 6 

15 

9/16 Diam. x 1-31/32 

Flat Contact—, +1-1/2 


0.6 

24 

0.16 

3.84 

0.25 

1016 

1-9/64x 19/32x 2-1/64 

Flat Contact-, +1-1/2 


1.1 

24 

0.32 

7.68 

0.45 

1461 

907 

10-13/32x 2-25/32x 7-9/32 

Ins. Screw—, +6 

9 

9 

4 

3.34 

13.36 

4.98 

1462 


5-3/8 x 5-3/8 x 7-1/4 

Ins. Screw-, +6 

9 

7 

4 

4.01 

16.04 

5.98 

1562 

* 

7-15/16x5x7-1/2 

Ins. Screw-, +7-1/2 

11 

10 

4 

4.86 

19.44 

7.25 

1662 

913 

7-27/32 x 5-9/32 x 7-9/32 

Ins. Screw—, +9 

14 

1 

4 

5.53 

22.12 

8.25 

2314 

2400 

1-21/64 x 1-1/32 x 2-7/8 

Socket+, —12, —21 


3 

1 

1.58 


2.25 

2356 

1612 

2-9/32x1-1/4x6-1/4 

Snap Type—, 4-9 

1 

1 

1 

1.10 


1.60 

2506 

1601 

8x2-13/16x1-9/16 

Socket-, +3, +6, +9 

1 

8 

1 

1.76 


2.50 

2709 

1613 

1-13/32x47/64x4-11/16 

Snap Type—, +9 


4.5 

1 

1.05 


1.50 

2713 

1403 

1-13/32x47/64x4-11/16 

Min. Snap-, +6 


4 

1 

• 0.71 


1.00 

2731 

1303 

2-13/16 x 1-3/4x8-11/32 

Socket-, +4-1/2 

3 


1 

1.93 


2.75 

2744 

920 

2-21/32x 2-21/32 x 3-7/8 

Socket—, 4-6 

1 

14 

1 

1.10 


1.60 

2745 

924 

2-21/32 x 2-21/32 x4-7/16 

Coil Springs-, +6 

1 

14 

1 

1.10 


1.60 

2746 

925 

2-21/32 x2-21/32x4-1/4 

Screw—, -4 6 

1 

14 

1 1 

1.10 


1.60 

2761 

1608 

2-9/32x1-1/4x7-31/32 

Socket—, +9 

1 

9 

1 

1.58 


2.25 

2762 

1609 

2-13/16x1-3/4x8-11/32 

Socket—, +9 

3 


1 

1.93 


2.75 

2780 

923 

5-11/32 x 2-27/32 x 4-5/32 

Socket—, 4 12 

3 

8 

1 

2.37 


3.40 

E302157 


2-1/2 x 1-3/8 x 4-1/4 

Socket—,+1.35 


13.5 

1 

10.35 


15.50 

E302158_ 


3-1/4 x 1-3/8 x 4-1/4 

Socket—, +47.25, 










+ 22.95, +2.70,* 






9 




4-5.40 

1 

3 

1 

24.38 


37.00 

E302351 


1-1/16 Diam. x 2-5/8 

Flat Contact—, +5.40 


4.5 

1 

2.39 


3.60 

E302478_ 


1-9/32 Diam. x 3-5/8 

Flat Contact—, +9.80 


9 

1 

3.75 


5.60 

E302642 


1-9/32 Diam. x 2-5/8 

Flat Contact-, +7.00 


5 

1 

3.22 


4.85 


*NEDA number same as an “Eveready” battery number on a different battery. Omitted to prevent errors in shipping. 


The terms "Eveready", Nine Lives" with the Cat Symbol, "Mini-Max", "Hot Shot", "Ignitor", "Columbia", "Union Carbide" and "Gray Label" 

are registered trade-marks of Union Carbide Corporation 


Form R 1729 


UNION CARBIDE CONSUMER PRODUCTS COMPANY 

Division of Union Carbide Corporation 
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